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Factor IX concentrate, 
B19 DNA, 
hepatitis A virus, 
hepatitis B virus, 
hepatitis C virus, 
human immunodeficiency virus type 1, 
human immunodeficiency virus type 2, 
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parvovirus B19, 
Factor V Leiden 


cardiac surgery, 

polymerase chain reaction, 

Russell's viper venom clot-based assay, 
Factor VIII, 
Factor VIII concentrate 


hepatitis A virus, 
hepatitis B virus, 
hepatitis C virus, 
human immunodeficiency virus type 1, 
human immunodeficiency virus type 2, 
parvovirus B19, 
Factor XII, 
Factor XIla, 
FcyRIlIIb-deficient panel cell, 
PIII IY, sain nsesssccnncicescecscsensessnsnessinssateoues 977 
Feasibility of Genetic Technology to Close the Human 
Immunodeficiency Virus Window in Donor Screening, 
conference report, 
Febrile nonhemolytic transfusion reaction, 
white cell-reduction filtration, 
Fetal hemoglobin, paroxysmal nocturnal 
hemoglobinuria, 
Fibrinogen, binding, 
Fibrinogen degradation product, 
Fibrinolysis, whole blood inline filtration, 
Filgrastim. See also Granulocyte-colony-stimulating 
factor 
CD34+ cell 
clinical characteristics, 
factors affecting mobilization, 
laboratory data, 
normal donors, 
COBE Spectra cell separator, peripheral blood 
progenitor cell yield comparison, 
Haemonetics MCS-3P cell separator, peripheral blood 
progenitor cell yield comparison, 
mobilization, 
Filtration 
microbial contamination, 
prestorage white cell reduction, 
First International Workshop on Monoclonal Antibodies 
against Human Red Blood Cells and Related Antigens, 
Fisher's exact test 
conditional nature, 
misunderstanding null hypothesis, 
Flaviviridae family, 
Flow cytometry, 
glycoprotein CD41la, 
mean channel fluorescence intensity, 
glycoprotein CD42b, 
mean channel fluorescence intensity, 
glycoprotein CD62p, 
mean channel fluorescence intensity, 
glycoprotein CD63, 
mean channel fluorescence intensity, 
platelet-specific antibody, 
resuscitation fluid, 
white cell-counting technique, 
Fluidized particle bed technology, 
Fluorochromatic assay, 
Food and Drug Administration, blood grouping reagent, .... 103(L) 
Food and Drug Administration license 
human immunodeficiency virus type 2 
enzyme immunoassay, 





imMmMuNOfluorescence ASSAY, ..........ssssseesesesssessssssseseeeeees 921 
Western blot, 
France 
hepatitis G virus RNA prevalence, 
organ donor testing, 
Free carboxylic acid 
autoagglutinin, 
EDTA-dependent panagglutination, 
Fresh-frozen plasma 
anaphylatoxin, 
anaphylatoxin C3a, 
anaphylatoxin C5a, 
automated cell separator, 
complement activation, 
complement precursor Clq, 
complement precursor factor B, 
Frozen Platelets and Platelet Products in Transfusion 
Medicine, conference report, 
Fy(a—b-) phenotype 
African American blood donor, 
monoclonal anti-Fy3, 


G 
G 418 resistance, 


G286A, point mutation, 
G659C mutation, 
gag, polymerase chain reaction, 
gag-pol fragment, 
Gamma irradiation, 
hemoglobin S, 
plasma potassium, 
red cell ATP 
lipid peroxidation, 
reactive oxygen species, 
sickle cell trait, 
storage, 
transfusion-associated graft-versus-host disease, 
transfusion-induced HLA alloimmunization, 
Gammagard, hepatitis C virus, multiple strain 
contamination, 


alanine aminotransferase, 

Europe, prevalence, 

hepatitis B virus, 

hepatitis C virus, 

Japan, prevalence, 

parenteral transmission, 

reverse transcription-polymerase chain 


transmission, 
United States, prevalence, 
vertical transmission, 


Gel low-ionic-strength saline indirect antiglobulin 
test, red cell antigen, 
Gene therapy, 
Ge-negative phenotype, 
Genetically engineered hemoglobin, 
Genomic DNA, 
Genotype hh SeSe, 
Genotype hh Sese, 
Genotyping, 
Gerbich-related antibody 
glycophorin C gene, 
trypsin, 
Germany, blood component, university hospital use, .... 1075 
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Glucose 
Pc4, 
photodynamic treatment, 
white cell-reduction filter system, stored red cell, ... 
Glucose concentration, apheresis platelet, 
Glucose-6-phosphate dehydrogenase deficiency 
cerebral malaria, 
partial exchange transfusion, 
Glutamine, red cell, 
Gly96, Rh26 epitope, 
Gly96Ser amino acid substitution, 
Glycerol, red cell, 
Glycocalicin, 
Glycophorin A, 
Glycophorin C gene 
exon 3 
deletion, 
point mutation, 
Gerbich-related antibody, 
Glycophorin D, 
Glycoprotein, 
Glycoprotein alpha, thrombin, 
Glycoprotein CD41a, flow cytometry, 
mean channel fluorescence intensity, 
Glycoprotein CD42b, flow cytometry, 
mean channel fluorescence intensity, 
Glycoprotein CD62p, flow cytometry, 
mean channel fluorescence intensity, 
Glycoprotein CD63, flow cytometry, 
mean channel fluorescence intensity, 
Glycoprotein Ib, 
Glycosyltransferase gene, nonfunctional alleles, 
Gonadotropin insufficiency, 
Gov system alloantigen 
maternal immunization, 
transfusion-induced alloimmunization, 
Graft-versus-host disease 
cyclosporine, 
methotrexate, 
radiation, 
Gram-positive staphylococci, 
Gran Chaco Indians, 
Granulocytapheresis component, ABO-incompatible 
red cell, removal, 
Granulocyte, granulocyte-colony-stimulating factor, 
absolute neutrophil count, 
Granulocyte agglutination test, 
Granulocyte antibody, 
transfusion-related acute lung injury, 
Granulocyte antibody detection, 
Granulocyte immunofluorescence test, 
Granulocyte immunology, 
Granulocyte—colony-stimulating factor, 
See also Filgrastim 
allogeneic bone marrow transplant, absolute 
neutrophil count, 
CD34+/Thy-1dim progenitor cell, mobilization 
kinetics, 
granulocyte, absolute neutrophil count, 
leukapheresis, 
long-term effects, 


neutrophil, 

peripheral blood progenitor cell blood counts, 
CD34+ cell, 
CD34+ cell yield, 
collection, 
component composition, 
cryopreservation, 
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mononuclear cell, 
neutrophil, 
platelet, 


variability of, 
yield prediction, 
Gravity sedimentation, 
Great Britain 
antibody identification, guidelines, 
British Guidelines for Pretransfusion Compatibility 
Procedures, 773(E),816 
transfusion guidelines, 
Green-soap sponge, effectiveness, 
Group A red cell, 
peripheral blood mononuclear cell 


Group O red cell, 
peripheral blood mononuclear cell 


direct fluorescein, 

flow cytometry, 
indirect fluorescein, 
phycoerythrin labeling, 


H 
hallele 
polymorphism, 
population frequency, 
H5 strain, 
Hae III restriction enzyme site, 
Haemonetics MCS-3P cell separator 
COBE Spectra cell separator, peripheral blood 
progenitor cell yield comparison, 
cyclophosphamide, peripheral blood progenitor 
cell yield comparison, 
filgrastim, peripheral blood progenitor cell yield 
comparison, 
Hawthorne effect, 
Heart transplantation, donor-specific blood 
transfusion, 
congenic rats, 
Heat elution, 
Hemarthrosis, hemophilia, secondary prophylaxis, 
Hematocrit 
acute normovolemic hemodilution, 
bystander hemolysis, 
packed red cell transfusion, early changes, 
Hematopoietic progenitor and putative stem cell, liquid 
nitrogen freezer, 
Hematopoietic stem cell component, microbial 
contamination, liquid nitrogen freezer, 
Hemocytometer, white cell-counting technique, 
Hemodialysis, 
Hemodilution, mathematical principles, 
Hemoglobin, 
beta-thalassemia major, 
bystander hemolysis, 
packed red cell transfusion, early changes, 
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Pc4, 
photodynamic treatment, 
white cell-reduction filter system, stored red cell, ... 1137 
Hemoglobin A, 
Hemoglobin Bryn Mawr 
erythrocytapheresis, 
genomic analysis, 
partial exchange transfusion, 
perioperative transfusion management, 
presurgical management, 
Hemoglobin Buenos Aires. See Hemoglobin Bryn Mawr 
Hemoglobin oxidation, thiobarbituric acid-reactive 
substance, 
Hemoglobin S, 
gamma irradiation, 

plasma potassium, 

red cell ATR 
— solution, toxicity assessment scale, 
Hemolysis, 

hereditary spherocytosis, 
leukapheresis component, 
MCS3p cell a 
sickle cell disease, 
white cell-reduction filter system, stored red cell, ... 
Hemolytic transfusion reaction 
sickle cell disease, 

characteristic constellation of findings, 

erythropoiesis, 

hematocrit, 

Hemophilia, 
ankle hemarthrosis 
neuromuscular effects, 
proprioceptive sensation, 
clotting factor concentrate, central venous 
catheter infection, 
factors associated with hospitalization, 
hemarthrosis, secondary prophylaxis, 
human immunodeficiency virus 
case management, 
risk-reduction behavioral interventions, 
intermediate-purity factor VIII concentrate, 
Michigan hemophilia/human immunodeficiency 
virus community needs, 
monoclonal antibody-purified factor VIII 
concentrate, 
prophylaxis factors, 
psychosocial needs, clinical assessment tool, 
subcutaneous venous access device, 
asymptomatic thrombosis of innominate vein, 
Hemophilia A, complications, 
Hemophilia B 
complications, 
exercise, 
Factormatch memory challenge game for 
hemophilia education, 
recombinant F Ix, 

F IX deficiency in those undergoing surgery, 
Hemophilia Utilization Group Study, 
Hemophilia-associated AIDS 

United States, 
Western Europe, 
Hemophiliac, human immunodeficiency 
virus-negative, 
Hemorrhagic shock, 
Hemostasis, 
platelet von Willebrand factor, 
von Willebrand, 
HEMPAS disease, i antigen expression, 





Hepatitis A virus 
100°C heat after lyophilization, 
factor [IX concentrate, 
factor VIII concentrate, 
solvent/detergent technology, 
STIM-3 procedure, 
STIM-4 procedure, 
thermostability, 
titration procedure, 
transmission, very high temperatures applied to 
lyophilized concentrates, 
vapor heating, 
virus-inactivation method, 
Hepatitis B core antigen, 
hepatitis C, 776 (1996) /109 
non-B, non-C hepatitis, 776 (1996) /109 
Hepatitis B core antigen antibody, window-phase 
human immunodeficiency virus type 1, value and 
cost-effectiveness of screening, 
Hepatitis B surface antigen, 
incidence, younger vs. older donor groups, 
prevalence, younger vs. older donor groups, 
Hepatitis B vaccine, blood donor, temporary deferral, ... 880(L) 
Hepatitis B virus, 
100°C heat after lyophilization, 
blood donor 
incidence rate calculations, 
volunteer donor, 
factor [IX concentrate, 
factor VIII concentrate, 
GB agent, 
hepatitis G virus, 
photochemical treatment, 
polymerase chain reaction 
pasteurization, 
solvent/detergent treatment, 
transmission, 
Hepatitis C virus, 
100°C heat after lyophilization, 1 
alanine aminotransferase, 776 (1996) /109,858 
polymerase chain reaction-positive but 
seronegative subjects, 
Australia 
genotype distribution, 
prevalence, 
RNA, 
child 
blood donor screening, 
prevalence, 
subtype distribution, 


E2 glycoprotein antibody, 
enzyme immunoassay, 
enzyme-linked immunosorbent assay, 
factor IX concentrate, 
factor VIII concentrate, 
Gammagard, multiple strain contamination, 
GB agent, 
hepatitis B core antigen, 
hepatitis G virus, 
hepatitis G virus RNA, 
immunoglobulin, multiple strain contamination, 
incidence, younger vs. older donor groups, 
incubation period immunologic events, 
multiple genotypes, 
polymerase chain reaction, 
internal control in testing, 
pasteurization, 
solvent/detergent treatment, 
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prevalence, younger vs. older donor groups, 
recombinant immunoblot assay, 73,206,845,858 
screening 

children with bone marrow transplantation, 

children with malignant disease, 
second-generation immunoblot assay, 
second-generation recombinant immunoblot 


type 1, 
unexplained seroconversion in established 
blood donors, 
window-phase infections, 
Hepatitis C virus antibody 
confirmatory assays, 
enzyme immunoassay 
cost-benefit analysis, 
feasibility, 
serum-pooling strategy, 

Hepatitis C virus RNA, tetanus intramuscular immune 
globulin, 

Hepatitis C virus screening, 

Hepatitis G virus, 

alanine aminotransferase, 
blood donor, asymptomatic infection, 
chronic liver disease, Japanese patients, 
Europe, prevalence, 
hepatitis B virus, 
hepatitis C virus, 
Italy, 
Japan, prevalence, 
parenteral transmission, 
reverse transcription-polymerase 
chain reaction, 
transmission, 
United States, prevalence, 
vertical transmission, 
Hepatitis G virus RNA 
alanine aminotransferase, 
blood donor, prevalence in France, 
blood recipient, prevalence in France, 
bone marrow transplant, 
common variable immune deficiency, 
hepatitis C virus, 
intravenous immunoglobulin, 
polymerase chain reaction, 

Hereditary erythroblastic multinuclearity associated 
with positive acidified serum lysis test, i antigen 
expression, 

Hereditary spherocytosis 

blood donor, preoperative autologous blood 
donation, 

hemolysis, 

osmotically fragile spherocytic red cells, 
splenomegaly, 

Hetastarch solution, 

High-molecular-weight kininogen, 

High-performance liquid chromatography, 

plasma lipid, 

Histocompatibility complex incompatibility, 

donor-specific blood transfusion, 

Historical article, 232,234,326,327, 

442,531,665,668, 
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754,864,971,974, 
1093,1095,1206,1209 
HLA alloimmunization, white cell-reduction filtration, ...543 
HLA-DR-positive T-lymphocyte, 86 
HLA-matched platelet, 
Hollow-fiber bioreactor, peripheral blood leukocyte, 
Hospital transfusion service laboratory, 
future form, 
Human albumin solution, pasteurization procedure, 
Human blood group system Gerbich, 
Human immunodeficiency virus, 
Africa, rapid antibody assay safety, 
CD4:CD8 ratio, 
enzyme immunoassay, nonspecific and 
cross-reacting antibodies, 
Food and Drug Administration Conference on 
Genetic Technology for Human Immunodeficiency 
Virus Window, 346 
hemophilia 
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risk-reduction behavioral interventions, 
human immunodeficiency virus infectious 
window-period donations, 
human immunodeficiency virus type 1 subtype O, ... 
human immunodeficiency virus-spot assay 


poorly stored assay, 
immunofluorescence, 
incidence, younger vs. older donor groups, 
p24 antigen, 
photochemical treatment, 
prevalence, younger vs. older donor groups, 
prolonged seroconversion period, 
rapid antibody assay 
expired ki 
inappropriately stored, 
slot hybridization, 
subtype, 
syphilis, serologic test for syphilis as surrogate 
human immunodeficiency virus marker, 
testing protocol, cost-effectiveness, 
transient infection, 
transmission 
epidemiologic features, 
lookback approach, 
traceback approach, 
transfusion, 
Wellcozyme human immunodeficiency virus 1+2 
expired assays, 
poorly stored assay, 
Western blot 
nonspecific reaction patterns, 
sensitivity, 
Human immunodeficiency virus antibody testing, 
cost-effectiveness, 
Human immunodeficiency virus type 1 
100°C heat after lyophilization, 
chronic renal failure, 
factor IX concentrate, 
factor VIII concentrate, 
polymerase chain reaction 
diagnostic serology, 


recombinant strip immunoblot assay 
anti-human immunodeficiency virus type 1/2 
combination enzyme immunoassay screening, ...921 
enzyme immunoassay anti-human 
immunodeficiency virus type 2-repeatably 
reactive samples, 
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RNA polymerase chain reaction, viral RNA, 
surrogate marker for window period, antibody 
to hepatitis B core antigen, 
Western blot 
abortive infection, 
criteria change, 
indeterminate, 
infectious status, 
interpretation, 
methodology, 
seroprevalence, 
Human immunodeficiency virus type 1 antibody assay 
Europe, sensitivity, 
United States, sensitivity, 
Human immunodeficiency virus typel subtype O 
Abbott Plus enzyme-linked immunosorbent assay 
sensitivity, 
specificity, 
Abbott Recombinant enzyme-linked immunosorbent 
assay 
sensitivity, 


assay comparison, 
enzyme-linked immunosorbent assay, 
human immunodeficiency virus antibody, 
Ortho Enhanced enzyme-linked immunosorbent — 
sensitivity, 
specificity, 
Western blot, 
Human immunodeficiency virus type 1/2 recombinant 
strip immunoblot assay, human immunodeficiency 
virus type 2, sensitivity, 
Human immunodeficiency virus type 2 
100°C heat after lyophilization, 
chronic renal failure, 
factor IX concentrate, 
factor VIII concentrate, 
human immunodeficiency virus type 1/2 recombinant 
strip immunoblot assay, sensitivity, 
recombinant strip immunoblot assay 
anti-human immunodeficiency virus type 1/2 
combination enzyme immunoassay screening, ... 921 
enzyme immunoassay anti-human 
immunodeficiency virus type 2-repeatably 
reactive samples, 
Western blot 
indeterminate, 
interpretation, 
methodology, 
Human immunodeficiency virus type 2 antibody assay 
Europe, sensitivity, 
United States, sensitivity, 
Human immunodeficiency virus type 2 enzyme 
immunoassay, Food and Drug Administration 
license, 
Human immunodeficiency virus 1 
polymerase chain reaction, 
Southern blot, 
Western blot, false-positive, 
Human immunodeficiency virus-spot assay 
expired, 
poorly stored, 
Human platelet antigen, 
Human platelet glycoprotein, 
Human retrovirus, 
Human T-lymphotropic virus, 
Human T-lymphotropic virus type I, 
asymptomatic blood donor, 
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asymptomatic human T-lymphotropic virus 
type I carrier, 
Brazil, seroprevalence study, 


Human T-lymphotropic virus type I-associated 
myelopathy/tropical spastic paraparesis, 
env nucleotide sequence, 
LTR U3 nucleotide sequence, 
tax nucleotide sequence, 
Human T-lymphotropic virus type II 
enzyme-linked immunosorbent assay, 
nucleic acid study, 
polymerase chain reaction assay, 
Western blot assay, 
Human T-lymphotropic virus type IIB subtype, 
Hybrid D-CE-D transcript, 
Hydroxyethyl starch 
monocyte 
activation response, 
integrin, 
phagocytosis, 
polymorphonuclear cell 
activation response, 
integrin, 
phagocytosis, 
Hyperhemolysis, sickle cell disease, 
Hypertransfusion, beta-thalassemia major, 
Hypocalcemia 
apheresis, 


Hypomagnesemia, apheresis, 
Hypo-osmolar additive solution, red cell, 
Hypotensive transfion reaction, white cell-reduction 


Hypotonic shock response, platelet concentrate, 
predictor of platelet viability, 


I 
i antigen expression 
congenital dyserythropoietic anemia type II, 
HEMPAS disease, 
hereditary erythroblastic multinuclearity associated 
with positive acidified serum lysis test, 
paroxysmal nocturnal hemoglobinuria, 
Idiopathic thrombocytopenia purpura, 
Iduronate-2-sulfatase, 
IgA, serum IgA system, 
IgA autoantibody 
autoimmune hemolysis, 
complement activation, 
neoplasm, 
IgA1 subclass, 
IgG, 
IgG antibody, red cell 
acid and EDTA elution, 
chloroquine elution, 
heat elution, 
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autoagglutinin, 
IgM monoclonal antibody 
antibody 9G4, 
cold agglutinin activity, 
IgM Rh system antibody 
anti-I/i reactivity, 
cold agglutinin activity, 
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white cell-counting technique, 
Immediate-spin test, 
Immolia human immunodeficiency virus, 
Immune hemolytic anemia, Mefloquine, 
Immune modulation 
allogeneic blood transfusion, 
allogeneic white cell, 
Immunization to platelet alloantigen, pregnancy, 
Immunofluorescence, human immunodeficiency 
virus, 
Immunofluorescence assay, Food and Drug 
Administration license, 
Immunoglobulin, hepatitis C virus, multiple strain 
contamination, 
Immunohematology, 38,175,284,291, 
298,376,382,393,398, 
493,497,502,607,616, 
624,816,823,904,910, 
1012,1020,1027,1035, 
1108,1111,1123,1131 
Immunomodulation, allogeneic blood transfusion, 
postoperative bacterial infection, 
Immunosuppression, allogeneic blood transfusion, 
Indians, Gran Chaco region of South America, 
Indirect antiglobulin test, 
Indirect fluorescein, 
Informed consent, out-of-hospital transfusion, 
Inline filtration, -vhole blood, 
white cell contamination, 
white cell-reduced fresh-frozen plasma, 
white cell-reduced packed red cells, 
Integrin, 
Interferon-alpha, chronic myeloid leukemia, direct 
antiglobulin test, 
Interleukin 1-beta, 
polyester white cell-reduction filter, 
prestorage white cell reduction, 
Interleukin 2, 
prestorage white cell reduction, 
Interleukin 6, 
prestorage white cell reduction, 
Interleukin 8, 
polyester white cell-reduction filter, 
prestorage white cell reduction, 
Intermediate-purity factor VIII concentrate, 
hemophilia, 
International Society of Blood Transfusion bar 
code-labeling standard 
blood center communication plan, 
blood center newsletters, 
customer service forums, 
hospital implementation guidelines, 
Intravenous immunoglobulin 
anti-D, 
hepatitis G virus RNA, 
parvovirus B19, 
Iodine tincture, effectiveness, 
Ionized calcium, 
anti-B agglutinin, 
autoagglutinin, 
Ionized magnesium 


plateletpheresis, 
Ion-selective electrode technique, 
Iron loading, beta-thalassemia major, 
Iron saccharose complex, autologous blood donation, .... 708 
Irradiated AS-1 red cell, rejuvenation, 
Irradiated red cell, 
shelf life, 
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blood center communication plan, 
blood center newsletters, 
customer service forums, 
hospital implementation guidelines, 
Isopropyl alcohol scrub, effectiveness, 
Italy, hepatitis G virus, 
Ivory Coast, National Blood Transfusion Service, 


J 
Japan 
anti-hepatitis C virus, seroconversion, 
GB agent, prevalence, 
hepatitis G virus, 
prevalence, 


K 

KEL14 allele, point mutation, 
KEL24 allele, point mutation, 
Kell blood system, 


Kell blood system antigen, 
Kell protein, Arg180Pro change, 
Kell system alloantibody, acid and EDTA elution, 
Kidd blood system antigen, 
Kidney transplantation, donor-specific blood 
transfusion, 
congenic rats, 
Klebsiella pneumoniae 
photochemical treatment, 
platelet concentrate, multiple-reagent urine 
dipstick, 
Knee arthroplasty, transfusion, 


L 
L2SN, 685 
Lactate 
Compoflex, 
PL-732 polyolefin container, 
PL-2410 platelet container, 
platelet concentrate, predictor of platelet viability, 
white cell-reduction filter system, stored red cell, 
Large-volume apheresis, 
CD34+ cells, 
Lariam, 
Leu62Phe substitution, 
Leu245Val substitution, 
Leukapheresis 
CD34+ cell, large-volume leukapheresis, 
child, large-volume leukapheresis, 
granulocyte—colony-stimulating factor, 
platelet, 
polymorphonuclear neutrophil, time after drug 
administration, 
Leukapheresis component, hemolysis, 
Leukocyte antibody, transfusion-related acute 
lung injury, 
Leukocyte-reduction system, 
Liability, out-of-hospital transfusion, 
Liatek human immunodeficiency virus III, 
Limulus amebocyte lysate, 
Lipid peroxidation, gamma radiation, 
Liposome-encapsulated hemoglobin, complement 
activation 
mechanism, 
soluble complement receptor type 1, 
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Aspergillus species, 
hematopoietic progenitor and putative stem cell, 
microbial contamination, 
incidence, 
post-thaw contamination, 


Lomustine, 
Long-chain acyl-carnitine, 
Long-chain fatty acid, 
Lookback program, human immunodeficiency virus 
transmission, 
Loss of discoid shape, platelet, 
LTR U3 nucleotide sequence, human T-lymphotropic 
virus type I-associated myelopathy/ tropical 
spastic paraparesis, 
Lymphocytapheresis component, ABO-incompatible 
red cell, removal, 
Lymphocyte, semi-closed hollow-fiber bioreactor, 
Lymphoreticular malignancy, cytomegalovirus 
community-acquired cytomegalovirus infection, 
transfusion-acquired cytomegalovirus infection, 


M 
Magnesium, 
Malignant disease 
child, hepatitis C virus screening, 
cytomegalovirus 
community-acquired cytomegalovirus infection, 
transfusion-acquired cytomegalovirus infection, 
Managed care, chronically ill children, 
Mannitol, red cell, 
Markov decision analysis model, 
Marrow donor, apheresis stem cell donor, comparison 
of charges, 590 (1996) /109 
Maternal and Child Health Bureau, region VI funding, 
MCS 3p cell separator 
collection 
automated blood component collection, 
buffy coat-poor packed red cells and plasma, 
rotocol evaluation, 
Collection, white cell-reduced packed red cells 
and plasma, 
erythroplasmapheresis, 
hemolysis, 
MCS cell separator, p-selectin, 
Mechanical barrier system, cost-effectiveness, 
Medical economics, out-of-hospital transfusion, 
Mefloquine, immune hemolytic anemia, 
Meta-analysis, 
assessment of combinability of eligible studies, 
assessment of eligibility of original reports for 
inclusion, 


medical interpretation, 
randomized controlled trial, compared, 


transfusion medicine review, 
unit of observation, 
Methotrexate, graft-versus-host disease, 
Microbial contamination 
antibacterial agent, 
blood component 
conference summary, 


detection systems, 


hematopoietic stem cell component, liquid 
nitrogen freezer, 





liquid nitrogen freezer, 
incidence, 
post-thaw contamination, 


platelet pooling, 
plateletpheresis donor, 


single-donor platelet, 
storage 


cold storage of platelets, 
reduction in storage time, 

Microchimerism, 

Microdroplet fluorochromatic assay 
Nageotte hemocytometer, compared, 
white cell-reduction filter, 

filter evaluation, 
white cell-reduced blood components, 

Mitochondria, 
mitochondrial DNA polymorphisms, 

Mitochondrial DNA 
Puregene D-5500 kit, 

QIAamp blood kit, 
QIAGEN-tip100 kit, 
MNS blood system antigen, 
Monoclonal anti-B grouping reagent, acquired B 


Monoclonal antibody LJ-Ib10, 
Monoclonal antibody- purified factor VIII concentrate, 
hemophilia, 
Monoclonal antibody-specific immobilization of 
granulocyte antigens (MAIGA) assay, 
Monoclonal antibody-specific immobilization of 
platelet antigens assay, 
Monoclonal anti-D, chronic autoimmune 
thrombocytopenic purpura, 
absence of FcyR-inhibiting activity, 
Monoclonal anti-Fy3 
Fy(a—b-) phenotype, 
screening with, 
Monocyte, hydroxyethyl starch 
activation response, 
integrin, 
phagocytosis, 
Monocyte chemotactic protein-1, 
Mononuclear cell surface antigen expression, ABO 
incompatibility, 
Multiple-reagent urine dipstick, bacterial contamination, 
glucose, 
pH, 
Mutation G871A, 
Myeloablation, platelet, 
Myeloid growth factor, 
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NA1-specific antibody, 
NA2-specific antibody, 
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white cell contamination, 

white cell counting, 
Nageotte hemocytometer 

limitations, 

microdroplet fluorochromatic assay, compared, 
Nageotte manual counting method, 
National Blood Transfusion Service, Ivory Coast, 
National Hemophilia Foundation 48th Annual 

Meeting, abstracts of papers, 
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NB1-specific antibody, 
NB2-specific antibody, 
Neonatal alloimmune thrombocytopenia, platelet 
alloantibody, 
Neoplasm, IgA autoantibody, 
Neutropenia, allogeneic bone marrow transplant, 
Neutrophil 
dexamethasone, 
granulocyte-colony-stimulating factor, 
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Neutrophil deformability, rHb1.1, 
Neutrophil priming agent 
adult respiratory distress syndrome, 
transfusion-related acute lung injury, 
Non-B, non-C hepatitis 
alanine aminotransferase, 776 (1996)/109 
hepatitis B core antigen, 776 (1996) /109 
Non-B hepatitis, alanine aminotransferase, .. 776 (1996) /109 
Nonbacteremic febrile nonhemolytic transfusion 
reaction, 
Nonfunctional allele, frequency, 
North America, transfusion guidelines, 
NS3 peptide, 
NS4 peptide, 
NSS peptide, 
Nucleic acid study, human T-lymphotropic virus 
type II 
Nucleotide sequence, human T-lymphotropic virus 
type I-associated myelopathy/ tropic 
spastic paraparesis, 
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Organ donor, testing for viral markers, France, 
Ortho Enhanced enzyme-linked immunosorbent assay 
Abbott Recombinant enzyme-linked immunosorbent 
assay, human immunodeficiency virus typel 
subtype O comparison, 
human immunodeficiency virus type 1 subtype O 
sensitivity, 
specificity, 
Osmotic fragility, red cell, 
Outdated platelet units, 
Out-of-hospital transfusion, 
administration, 
blood center-based model, 
component selection, 
hospital model, 
identification issues, 
indications, 
informed consent, 
liability, 
medical economics, 
medical issues, 
noneconomic indications, 
organizational approaches, 
patient samples, 
patient selection, 
posttransfusion protocol, 
quality assurance, 
regulatory environment, 
transporting blood components, 
Outpatient transfusion. See Out-of-hospital transfusion 
Overnight-hold method 


Escherichia coli, 

Staphylococcus epidermidis, 
Oxidative damage, red cell, 
Oxygen, partial exchange transfusion, high oxygen affinity, 
Oxygen delivery, 2, 3 DPG, 
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P 
p value, 773(E) 
alternative method of calculating, .............s:sssssssssserees 816 
antibody identification 
estimate of historical performance, 
false-negative identification, 
false-positive identification, 
misinterpretation and misapplication, 
p24 antigen, human immunodeficiency virus, 
p24 monoclonal antibody, 
Packed red cell transfusion 
acute anemia, 
hematocrit, early changes, 
hemoglobin, early changes, 
Palmitate, 
Pancreas transplantation, donor-specific blood 


congenic rats, 
Parathormone, apheresis, 
Parenteral transmission 
GB agent, 
hepatitis G virus, 
Paroxysmal nocturnal hemoglobinuria 
IIIS sicniincntincaciinscntscstinoininnnsdsnsannicnicadiabin 291 
fetal hemoglobin, 
i antigen, 
Partial exchange transfusion 
cerebral malaria, 
glucose-6-phosphate dehydrogenase deficiency, . = 
oxygen, high oxygen affinity, 
hemoglobin Bryn Mawr, 
Parvovirus B19 
100°C heat after lyophilization, 
bone marrow transplant, platelet transfusion, 
chronic anemia, bone marrow transplant, 
factor IX concentrate, 
factor VIII concentrate, 
intravenous immunoglobulin, 
transmission, 100°C heat after lyophilization, 
Parvovirus B19 IgM 
dot-blot hybridization, 
polymerase chain reaction, 
Passenger lymphocyte syndrome, 
Pasteurization procedure, human albumin solution, 
Patient self-infusion concentrate dose, longitudinal 
measurement, 
Patient weight, 
Pc4 


hemoglobin, 


Pediatric patient. See Child 
Perfluorocarbon emulsion, toxicity assessment scale, ......749 
Peripheral blood CD34+ cell, 1222(L),1223(L) 
preapheresis counts, 
yield predictors, 
Peripheral blood leukocyte 
hollow-fiber bioreactor, 
retroviral transduction, 
Peripheral blood leukocyte DNA, polymerase 
chain reaction, 
Peripheral blood oe 
severe combined immunodeficiency, secondary 
human anti-HLA alloimmune response in mice, 
T-cell receptor beta gene, 
Peripheral blood mononuclear cell 
group A red cell 
CD14+, 
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direct fluorescein, 
group O red cell 


direct fluorescein, 
flow cytometry, 
indirect fluorescein, 
phycoerythrin labeling, 
Peripheral blood progenitor cell, 
allogeneic transplantation, Taiwan experience, .... 
apheresis, 
multiple days, 
poor mobilization predictor, 
autologous transplantation, 
breast cancer, 
CD34+ cell, preapheresis levels in autologous 
i 1222(L),1223(L) 
CD34+/Thy-1dim progenitor cell 
kinetics of mobilization, 
normal donors, 
collection, 


prior therapy, 
complete long-term bone marrow reconstitution, 
cyclophosphamide 

CD34+ cell yield, 

yield prediction, 
etoposide, 

CD34+ cell yield, 

yield prediction, 
granulocyte—colony-stimulating factor 

blood counts, 

CD34+ cell, 

CD34+ cell yield, 

collection, 

component composition, 

cryopreservation, 

mobilization, 

mononuclear cell, 

neutrophil, 

platelet, 


variability of, 
yield prediction, 
influence of prior cancer chemotherapy, 
optimal harvest time, 1217(L),1218(L) 
platelet transfusion, reduction rate of platelet counts, .... 1163 
recombinant human granulocyte colony-stimulating 
factor 
kinetics of mobilization, 
normal donors, 
storage 
cryopreservation, 
influence of prior chemotherapy, 
total treated blood volume, 
Peripheral blood stem cell, 
platelet transfusion, reduction rate for platelet counts, ... 1163 
storage 
cryopreservation, 
influence of prior chemotherapy, 





6.2 to 6.8, p-selectin, 
7.0 to 7.2, p-selectin, 
Compoflex, 
PL-732 polyolefin container, 
PL-2410 platelet container, 
white cell-reduction filter system, stored red cells, .... 1137 
Phase microscopy, platelet storage, 
Phenotype, polymerase chain reaction, 
Phlebotomy, skin preparation, 
Phosphate 


Phospholipid, 
fatty acid, 
Photochemical treatment 
bovine viral diarrhea virus, 
hepatitis B virus, 
human immunodeficiency virus, 
Klebsiella pneumoniae, 
platelet concentrate, 
Staphylococcus epidermidis, 
Photodecontamination, platelet concentrate 
human immunodeficiency virus, 
in vivo platelet function, 
Photodynamic treatment 


potassium, 
red cell concentrate 
shelf-life, 
white cell content, 
storage, 
Phycoerythrin, 
Phycoerythrin labeling, 
Physician self-audit, transfusion-monitoring system, 
effectiveness, 
outcome indicators, 
process indicators, 
transfusion guidelines, 
Phytohemagglutinin-P, 
Picornavirus, 
PL-732 polyolefin container 
lactate, 


storage, complement activation, 
Plasma lipid 
a liquid chromatography, 
transfusion-related acute lung injury, 
Plasma p24 antigen detection, cost-effectiveness, 
Plasma potassium, 
Plasma product, polymerase chain reaction, virus 
inactivation, 
Plasma-incompatible apheresis platelet, hemolysis, 
Platelet 
allowable exposure conditions, 
apheresis, production quality improvement measures, .... 482 
collection 
fluidized particle bed technology, 
multicenter evaluation, 
white cell-reduction apheresis system, 


cryopreservation 
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development, 
requirements, 
virus inactivation, 
in vitro function assessment, 
in vivo function assessment, 
disc-to-sphere transformation, 
donor exposure, 
leukapheresis, 
loss of discoid shape, 
myeloablation, 
oxygen consumption, 
patients refractory to randomly selected platelets, 
room temperature, 
sequence-specific primer polymerase chain 
reaction assay, sensitivity, 
shipping 


temperature, 
storage 
apparent size measurements, 
Coulter counter platelet size, 
equation for predicted swirling function, 
extent of shape change, 
functional assays, 
hypotonic shock response, 
interactive effect of temperature and time, 
lactate production, 
long-term storage, 
metabolic assays, 
morphologic evaluation by phase microscopy, 
nonlinear mathematical model, 
polyolefin container, 
standard 5-day storage, 
statistical analysis, 
temperature below 20°C or above 24°C, 
in vitro assays, 
Platelet aggregation, agonist sensitivity 
20°C storage, 
37°C storage, 
arachidonic acid, 
cyclooxygenase, 
dense granule release, 
thromboxane mimetic U46619, 
thromboxane synthase, 
Platelet alloantibody 
neonatal alloimmune thrombocytopenia, 
posttransfusion purpura, 
Platelet antibody 
antigen capture assay, 
radioimmunoprecipitation, 
Platelet component, bacterial contamination, rates, 
Platelet concentrate 
agitation, 
4'-aminomethyl-4,5,’8-trimethylpsoralen 
human immunodeficiency virus, 
in vivo platelet function, 
Bacillus cereus, multiple-reagent urine dipstick, 
bacterial contamination, 
buffy coat method, 
collection, 
continuous quality improvement 
high-yield platelet concentrates, 
platelet yield, 
producticn quality improvement measures, 
hypotonic shock response, predictor of platelet 
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Klebsiella pneumoniae, multiple-reagent urine 
dipstick, 
lactate, predictor of platelet viability, 
photochemical treatment, 
photodecontamination 
human immunodeficiency virus, 
in vivo platelet function, 
processing, 
p-selectin expression, 
psoralen 
human immunodeficiency virus, 
in vivo platelet function, 
rutin 
human immunodeficiency virus, 
in vivo platelet function, 
Serratia marcescens, multiple-reagent urine dipstick, 
shape change, predictor of platelet viability, 
lococcus aureus, a nt urine dipstick, 
Staphylococcus epidermidis, multiple-reagent 
urine dipstick, 
storage, 
5 days, 
for16 hours at 22°C, 
at 20 to 24°C, 


bacterial growth, 
cytokine accumulation inhibition, 
gamma radiation, 
interleukin 8, 
poststorage filtration, 
prestorage filtration, 
storage solution, 
thrombin reactivity, 
thrombin receptor loss, 
time of storage, 
ultraviolet B radiation, 
in vitro functional activity, 
white cell reduction, 
temperature, 
ultraviolet A light 
human immunodeficiency virus, 
in vivo platelet function, 
virus-inactivation process, 
white cell, 
modified flow cytometric method for counting, 
white cell-reduction filter, 
angiotensin-converting enzyme, 
bradykinin, 
Platelet factor 4, 
Platelet membrane antigen 
continuous-flow plateletpheresis, flow cytometry, ....809 
plateletpheresis, flow cytometry, 80 
Platelet pooling, microbial contamination, 
Platelet substitute 
clinical trial, 
cryopreservation 
development, 
requirements, 
virus inactivation, 
regulatory issues, 
Platelet surface marker, 
Platelet transfusion 
peripheral blood progenitor cell, reduction rate 
of platelet counts, 
peripheral blood stem cell, reduction rate of 
platelet counts, 
refractoriness, 
thrombocytopenia, reduction in platelet counts, .... 1163 
Platelet von Willebrand factor, hemostasis, 
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Plateletpheresis 
CS-3000 blood cell separator 
90- to110-pound donors, 
fluid balance following, 
safety, 
single-donor apheresis components, 
yield, 
ionized magnesium, 
platelet membrane antigen, flow cytometry, 
protocols compared, 
Plateletpheresis donor, microbial contamination, 
Platelet-rich plasma method, p-selectin, 
Platelet-specific antibody 
bead-mediated platelet assay 
detection, 
differentiation, 
sensitivity, 
specificity, 
flow cytometry, 
325,441,533,664, 
753,863,970, 1097,1205 
Point mutation 
c+ Rh:-26 phenotype, 


KEL14 allele, 
KEL24 allele, 
pol, polymerase chain reaction, 
Poliovirus, polymerase chain reaction 
pasteurization, 
solvent/detergent treatment, 
Polyester white cell-reduction filter 
anaphylatoxin, 


chemokine, 
interleukin 18, 
interleukin 8, .... 
RANTES, 
soluble membrane attack complex (SC5b-9), 
Polymerase chain reaction, 
bovine viral diarrhea virus 
pasteurization, 
solvent/detergent treatment, 


DR13 allele, 
DR14 allele, 
Factor V Leiden, 
ag, 
epatitis B virus 
pasteurization, 
solvent/detergent treatment, 
hepatitis C virus, 
internal control in testing, 
pasteurization, 
solvent/detergent treatment, 
hepatitis G virus RNA, 
human immunodeficiency virus type 
diagnostic serology, 


human immunodeficiency. virus 1, 

human T-lymphotropic virus type II, 

parvovirus B19 lem 
le 


peripheral bloo 


phenotype, 
plasma product, virus inactivation, 


ukocyte DNA, 





poliovirus 
pasteurization, 
solvent/detergent treatment, 
virus contamination, live vs. inactivated virus 
discrimination, 
white cell counting, 
Polymorphonuclear cell 
colloidal resuscitation fluid 
activation response, 
integrin, 
phagocytosis, 
hydroxyethyl starch 
activation response, 
integrin, 
phagocytosis, 
Polymorphonuclear leukocyte, 
Polymorphonuclear neutrophil, leukapheresis, 
time after drug administration, 
Polymorphonuclear neutrophil transfusion therapy, 
Polyolefin container, 
Postoperative bacterial infection, transfusion, 
Posttransfusion graft-versus-host disease, 
T-cell receptor & gene, 
cDNA clones, 
preferential expression, 
restriction, 
Posttransfusion purpura 
anti-HPA-1a, 
platelet alloantibody, 
Potassium, 
Pc4, 
photodynamic treatment, 
white cell-reduction filter system, stored red cell, ... 1137 
Povidone-iodine swabstick, effectiveness, 
Preadmission blood sample, 
Pregnancy, immunization to platelet alloantigen, 
Prekallikrein, 
Prestorage white cell reduction 


interleukin-18, 

interleukin-2, 

interleukin-6, 

interleukin-8, 

tumor necrosis factor a, 
Pretransfusion specimen, blood sample collected 

more than 10 days before surgery, 
Prevalence, hepatitis C virus, 
Primate T-cell lymphoma/leukemia virus, 
Processing, platelet concentrate, 
Propionibacterium acnes, 
Protease inhibitor, transfusion-associated 
graft-versus-host disease, 

Protein allotype, DNA typing 

after transfusion, 

polymerase chain reaction, 

Southern blot, 
Proteolytic degradation, 
Prothrombin fragment, 
p-selectin 

automatic apheresis system, 

buffy coat method, 

cell separator, 

cold, 


MCS cell separator, 
pH 6.2 to 6.8, 
PH 7.0 to 7.2, 
pH below 6.2, 
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platelet-rich plasma method, 
surface expression, 
in vivo viability, 
P-selectin, platelet surface expression, 
Psoralen 
bacteria, 
platelet concentrate 
human immunodeficiency virus, 
in vivo platelet function, 


Pubertal development, 

Puregene D-5500 kit, mitochondrial DNA, 
Purified trypomastigote glycoconjugate antigen, 
Pyruvate-inosine-phosphate-adenine additive 


Q 
QlIAamp blood kit, mitochondrial DNA, 
QIAGEN -tip 100 kit, mitochondrial DNA, 
Quality assurance 
out-of-hospital transfusion, 
white cell-reduced blood component, 
Quality control, blood irradiation 
irradiated blood components, 
qualitative indicators, 


R 
Radiation 

graft-versus-host disease, 

red cell, 
Radioimmunoprecipitation assay 

platelet antibody, 

Trypanosoma cruzi, 

Randomized controlled trial, meta-analysis, compared, 

RANTES, polyester white cell-reduction filter, 

Rapid antibody assay, human immunodeficiency virus 
expired kit, 

inappropriately stored, 

Reactive oxygen species 
gamma radiation, 
red cell, 
Reagent strip, 
Recombinant F IX, hemophilia B, 

F IX deficiency in those undergoing surgery, 
Recombinant hemoglobin, blood rheology, 
Recombinant human erythropoietin, autologous 

blood donation, 
Recombinant human granulocyte-colony-stimulating 
factor, peripheral blood progenitor cell 

kinetics of mobilization, 

normal donors, 

Recombinant immunoblot assay 
E2 glycoprotein antibody, 
hepatitis C virus, 
Recombinant interleukin 2, 
Recombinant strip immunoblot assay 
human immunodeficiency virus type 1 
anti-human immunodeficiency virus type 1/2 
combination enzyme immunoassay screening, 
enzyme immunoassay anti-human immunodeficiency 
virus type 2-repeatably reactive samples, 

human immunodeficiency virus type 2 

anti-human immunodeficiency virus type 1/2 
combination enzyme immunoassay screening, ..... 921 
enzyme immunoassay anti-human 
immunodeficiency virus type 2-repeatably 

reactive samples, 
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automated cell separator, 
automated testing, 
blood donor, weekly autologous blood donation, .... 1058 
cardiac surgery, weekly autologous blood donation, 
cell swelling, 
dextrose, 
glutamine, 
oe 
ypo-osmolar additive solution, 
IgG antibody 
acid and EDTA elution, 
chloroquine elution, 
heat elution, 


membrane stability, 

microbial contamination, 

osmotically fragile spherocytic red cells, 
oxidative 


reactive oxygen species, 
reticulocyte, 
sickle cell trait, gamma irradiation, 
sodium chloride, 
storage, 

0°C storage, 


4°C storage, 
complement activation, 
glutamine, 


—. 
ereditary spherocytosis, 
hypotonicity, 
Yersinia enterocolitica, 
Red cell aggregation, rHb1.1, 
Red cell antibody 
computer program, 
exclusion panels, 
status stability, 
type-and-screen strategy, 
unexpected antibodies, 
Red cell antigen 
gel low-ionic-strength saline indirect antiglobulin 


tube agglutination method, 

Red cell antigen WARR, 

Red cell ATP 

Red cell concentrate 
photodynamic treatment 

shelf-life, 
white cell content, 
storage 
for 42 days, 
cytokine generation, 
HLA alloimmunization, 
prestorage white cell reduction, 
quality, 
white cell reduction, 

Red cell deformability, rHb 1.1, 

Red cell preservative solution, L-carnitine 
long-chain acyl-carnitine fatty acids, 
membrane integrity, 
metabolic integrity, 
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turnover of membrane phospholipid, 
in vitro properties, 
in vivo measures of cell viability, 
Red cell transfusion, postoperative bacterial infections, 
Renal allograft, allogeneic blood transfusion, 
Renal transplantation, 
Respiratory distress syndrome, 
Restriction endonuclease, sequence-specific primer 
polymerase chain reaction assay, compared, 
Restriction enzyme Tth111 I-sensitive site, 
Restriction fragment length polymorphism, 
Resuscitation fluid, flow cytometry, 
Reticulocyte, 
maturation, 
red cell, 
Reticuloendothelial system, 
Retrotek HTLV-I, enzyme-linked immunosorbent assay, 
sensitivity and specificity, 
Retroviral transduction, peripheral blood leukocyte, 
Retrovirus Epidemiology Donor Study, 199,206,634 
Retrovirus Working Group of the French Blood 
Transfusion Society, 
Reverse transcription-polymerase chain reaction 
GB agent, 
hepatitis G virus, 
RH allele, D category phenotypes, 
Rh blood system, 
antigens, 
diaspirin-crosslinked hemoglobin, 
DNA-based typing, 
Rh blood system antigen, 
cold agglutinin activity, 
Rh immune globulin, 
Rh26, 
Rh26 epitope, Gly96, 
Rh33, 
rHb 1.1 
blood viscosity, 
neutrophil deformability, 


oxygen-calrying capacity, 


red cell aggregation, 
red cell deformability, 


RHCE gene, 
RHD gene, 
normal D phenotypes, 
regulatory defects, 
structural genomic abnormalities, 
weak D phenotypes, 
RHDICE typing, sequence-specific primer 
polymerase chain reaction, 


RIBA human immunodeficiency virus typel/human 
immunodeficiency virus type 2, 

RNA polymerase chain reaction 

cost-effectiveness, 

human immunodeficiency virus type 1, viral RNA, 
Rule of 3+/3-, 
Russell's viper venom clot-based assay, factor V Leiden, 
Rutin, platelet concentrate 

human immunodeficiency virus, 

in vivo platelet function, 





Saline-adenine-glucose-mannitol solution, 

SC5b-9, 

Screening, hepatitis C virus 
children with bone marrow transplantation, 
children with malignant disease, 

Second International Granulocyte Serology Workshop, 

conference report, 

Second-generation immunoblot assay, hepatitis C virus, 

Second-generation recombinant immunoblot assay, 
hepatitis C virus, 

Select human T-lymphotropic virus type I/II, 
enzyme-linked immunosorbent assay, 
sensitivity and specificity, 

Semi-closed hollow-fiber bioreactor, lymphocyte, 

Sequence-specific primer polymerase chain reaction 
donor cell microchimerism, 
platelet, sensitivity, 
restriction endonuclease, compared, 

RHD/CE typing, 
white cell, sensitivity, 

Serine, 

Serologic test 
Trypanosoma cruzi, 
validity of statistical techniques, 

Serologic test for syphilis, as surrogate human 

immunodeficiency virus marker, 

Serratia marcescens, platelet concentrate, multiple-reagent 

urine dipstick, 

Serum ferritin, 

Serum transferrin receptor 
beta-thalassemia intermedia, 
beta-thalassemia major, 

Severe combined immunodeficiency, 
alloimmunization, in vivo mouse model, 
peripheral blood lymphocyte, secondary human 
anti-HLA alloimmune response in mice, 

Sexual transmission, hepatitis C virus, 


temperature, 
Sickle cell disease 


blood group phenotype-matched red cell, 
bystander lysis hypothesis, 
delayed hemolytic transfusion reaction, 
anti-E antibody, 
anti-Fy* antibody, 
anti-Jk* antibody, 
anti-S antibody, 
complete blood count, 
hemoglobin A, 
hemoglobin S, 
reticulocyte, 
hemolysis, 
hemolytic transfusion reaction, 
characteristic constellation of findings, 
erythropoiesis, 
hematocrit, 
hyperhemolysis, 
Sickle cell hemolytic transfusion reaction syndrome, 
Sickle cell trait, gamma irradiation, 
red cell, 
Single strand conformation polymorphism, 
Single-donor platelet, microbial contamination, 
Single-strand conformational polymorphism, 
Skin antisepsis, 
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Skin disinfection 
bacterial contamination, 
blood donor, 
methods compared, 
Skin transplantation, donor-specific blood transfusion, 
congenic rats, 
Slot hybridization, human immunodeficiency virus, 
Sodium, 
Sodium chloride, red cell, 
Solid tumor, cytomegalovirus 
community-acquired cytomegalovirus infection, 
transfusion-acquired cytomegalovirus infection, 
Soluble CD8, T-cell activation, 
Soluble complement receptor type 
complement activation, 
liposome-encapsuilated hemoglobin, 
Soluble interleukin 2 receptor, T-cell activation, 
Soluble membrane attack complex (SC5b-9), 
polyester white cell-reduction filter, 
Solvent/detergent technology, hepatitis A virus, 
South America, 
Southern blot 


human immunodeficiency virus-I, 
Specimen-labeling policy, blood grouping, 
Splenomegaly, hereditary spherocytosis, 
Spontaneous abortion, allogeneic blood transfusion, 
Sporadic nonfunctional allele, population frequency, 
Staphylococcus aureus, 
platelet concentrate, multiple-reagent urine dipstick, 
Staphylococcus epidermidis 
overnight-hold method, 
photochemical treatment, 
platelet concentrate, multiple-reagent urine dipstick, 
STIM-3 procedure, hepatitis A virus, 
STIM-4 procedure, hepatitis A virus, 
Storage 
anaphylatoxin, 
bacterial contaminant 
0°C storage, 
4°C storage, 
blood component 
0°C storage, 
4°C storage, 
buffy coat 
complement activation, 
inflammatory cytokines, 
platelet activation, 
time of storage, 
white cell reduction, 
complement cascade, 
gamma radiation, 
human immunodeficiency virus antibody assay, 
irradiated red cell, 
microbial contamination 


cold storage of platelets, 
reduction in storage time, 
peripheral blood progenitor cell 
cryopreservation, 
influence of prior chemotherapy, 
peripheral blood stem cell 
cryopreservation, 
influence of prior chemotherapy, 
photodynamic treatment, 
plasma, complement activation, 
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platelet 
apparent size measurements, 
Coulter counter platelet size, 
equation for predicted swirling function, 
extent of shape change, 
functional assays, 
hypotonic shock response, 
interactive effect of temperature and time, 
lactate production, 
long-term storage, 
metabolic assays, 
morphologic evaluation by phase microscopy, 
nonlinear mathematical model, 
polyolefin container, 
standard 5-day storage, 
statistical analysis, 
temperature below 20°C or above 24°C, 
in vitro assays, 
platelet concentrate, 


for16 hours at 22°C, 
at 20 to 24°C, 


bacterial growth, 
cytokine accumulation inhibition, 
gamma radiation, 
interleukin 8, 
poststorage filtration, 
prestorage filtration, 
storage solution, 
thrombin reactivity, 
thrombin receptor loss, 
time of storage, 
ultraviolet B radiation, 
in vitro functional activity, 
white cell reduction, 

red cell, 
0°C storage, 
4°C storage, 
complement activation, 
glutamine, 


el cine, 
ereditary spherocytosis, 
hypotonicity, 
red cell concentrate 
for 42 days, 
cytokine generation, 
HLA alloimmunization, 
prestorage white cell reduction, 
quality, 
white cell reduction, 
transfusion reaction 
time of storage, 
white cell reduction, 
whole blood 
for 16 hours at 22°C, 
bacteria growth, 
complement activation, 
white cell, 
Yersinia enterocolitica 
0°C storage, 


Supplemental testing algorithm, 
Surgical procedure 
blood loss, 
blood loss mathematical model, 
Synthetic organic molecules, toxicity assessment scale, 
Syphilis, serologic test for syphilis as surrogate human 
immunodeficiency virus marker, 


T 
Taiwan, peripheral blood progenitor cell allogeneic 
transplantation, 
tat fragment, 
tax nucleotide sequence, human T-lymphotropic virus 
type I-associated myelopathy/ tropical 
spastic paraparesis, 
T-butyl hydroperoxide, thiobarbituric acid-reactive 
substance, 
T-cell activation 
soluble CD8, 
soluble interleukin 2 receptor, 
T-cell receptor beta gene 
peripheral blood lymphocyte, 
posttransfusion graft-versus-host disease, 
cDNA clones, 
preferential expression, 
restriction, 
Temperature, platelet concentrate, 
Terminal C5b-9 complement complex, 
Tetanus intramuscular immune globulin, hepatitis 
C virus RNA, 
Thiobarbituric acid-reactive substance 
hemoglobin oxidation, 
t-butyl hydroperoxide, 
Third-generation recombinant immunoblot assay, 
Thrombin, glycoprotein alpha, 
Thrombin-antithrombin complex, 
Thrombin-binding assay, 
Thrombocytopenia, platelet transfusion, reduction 
in platelet counts, 
Tissue-typing microdroplet tray, 
Total colony-forming cell count 
preapheresis counts, 
yield predictors, 
Total treated blood volume 
apheresis, predictor of successful harvest, 
peripheral blood progenitor cell, 
Toxic aplasia, 
Traceback program, human immunodeficiency 
virus transmission, 


changes to journal, 

landmark articles, 

original editorial board, 

original editorial board meeting, 


Transfusion 
chronic anemia 
cardiac function effect, 
ejection fraction, 
red cell volume, 


4°C storage, complications, 29,45,52,60,65,73, 144,193,199, 
Storage solution, 206,211,215,221,313,423,436,513, 
Strip recombinant immunoblot assay, 517,523,528,634,641,645,651,657, 
Subcutaneous venous access device, hemophilia, 719,727,732,836,841,845,850, 

asymptomatic thrombosis of innominate vein, 858,921,926,930,935,941,947, 
Substitution 548 Pro->Leu, 953,996, 1003,1184,1192,1200 


Substitution 551 Lys->Asn, fatalities, decrease in frequency, 
Substitution 557 Val->Met, hip arthroplasty, 
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incompatible, 

international differences by age and sex, 
knee arthroplasty, 

outpatient. See Out-of-hospital transfusion 
postoperative bacterial infections, 
practice, 573,577,703,785, 
1066,1070,1075,1163 


1211 
Transfusion medicine, 


historical perspective, 

meta-analysis, 
Transfusion reaction 

relative risk, 

storage 

time of storage, 
white cell reduction, 

Transfusion-associated AIDS 

United States, 

Western Europe, 
Transfusion-associated bacterial sepsis, 
Transfusion-associated graft-versus-host disease, 

chloroquine, 

gamma irradiation, 

protease inhibitor, 
Transfusion-associated sepsis, 
Transfusion-induced alloimmunization 

Gov system alloantigen, 

in vivo model of human alloimmunization.,, ............. 1192 
Transfusion-induced HLA alloimmunization, 

gamma radiation, 878(L) 

Transfusion-induced immunomodulation, ...............000000 953 
Transfusion-monitoring system, physician self-audit, 

effectiveness, 

outcome indicators, 

process indicators, 

transfusion guidelines, 
Transfusion-related acute lung injury 

biologically active lipids, 

cytokine, 

granulocyte antibody, 

leukocyte antibody, 

neutrophil priming agent, 

plasma lipid, 
Transfusion-related immunomodulation, white 

cell-reduced blood component, 

Transmission 


hepatitis A virus, very high temperatures applied to 
lyophilized concentrates, 
hepatitis B virus, 
hepatitis C virus, 
hepatitis G virus, 
human immunodeficiency virus 
epidemiologic features, 
lookback approach, 
traceback approach, 
transfusion, 
parvovirus B19,100°C heat after lyophilization, 
Trypanosoma cruzi, 
Transplantation, 
See also Specific type 
donor-specific blood transfusion, organ-specific 
differences, 


Trypanosoma cruzi 
Chagas’ disease 
complex epimastigote antigen, 
purified trypomastigote glycoconjugate antigen, 
sensitivity, 
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specificity, 
chemiluminescent enzyme-linked immunosorbent 


complex epimastigote antigen, 

purified trypomastigote glycoconjugate antigen, .... 

sensitivity, 
specificity, 
enzyme immunoassay, 
prevalence, 
Los Angeles, California, 
radioimmunoprecipitation assay, 
serologic testing, 
transmission, 
Trypsin, Gerbich-related antibody, 
Tube agglutination method, red cell antigen, 
Tumor necrosis factor a, 

prestorage white cell reduction, 
Type-and-screen strategy, red cell antibody, 
Tyr 553, chymotryptic cleavage, 
Tyr 555, chymotryptic cleavage, 


U 

Ultraviolet A light, platelet concentrate 
human immunodeficiency virus, 
in vivo platelet function, 

Ultraviolet B radiation, 
cytokine, 

Ultraviolet ligh 


virus, 


Unconfirmed enzyme immunoassay 


blood donor, 
demographic subgroups failing, 
false-positive test results, 
hepatitis B surface antigen, 
hepatitis C virus, 
human immunodeficiency virus, 
human T-lymphotropic virus, 
indeterminate test results, 
screening results, 
United States 
antibody identification, guidelines, 
blood donor, 
decrease in numbers, 
blood supply, 
GB agent, prevalence, 
hemophilia-associated AIDS, 
hepatitis G virus, prevalence, 
human immunodeficiency virus type 1 antibody 
assay, sensitivity, 
human immunodeficiency virus type 2 antibody 
assay, sensitivity, 
transfusion-associated AIDS, 
Trypanosoma cruzi, 


V 
V, 44 Bene segment, cold agglutinin activity, 
Val245, 
Vapor heating, hepatitis A virus, 
Vertical transmission 
GB agent, 
hepatitis G virus, 
Vironostika human T-lymphotropic virus type I/II, 
enzyme-linked immunosorbent assay, 
sensitivity and specificity, 
Virus 
inactivation, hepatitis A virus, 
photochemical inactivation, 
psoralen, 
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ultraviolet light, 
Virus contamination, polymerase chain reaction, 
live vs. inactivated virus discrimination, 
Virus inactivation, plasma product, polymerase 
chain reaction, 
Volumetric capillary cytometry 


white cell counting, 

white cell-reduced blood component, 
von Willebrand factor 

hemostasis, 

platelet transfusion, 
von Willebrand factor antigen, 
von Willebrand factor receptor, 
VS 

African American, 

molecular basis, 

weak expression of C, 

weak expression of e, 


WwW 
Warm-reacting IgA autoantibody, 
Warm-type autoimmune hemolysis, 
Warrior blood group antigen, 
WBC-reduction filter, inline, 
Weak D, 616,1020 
Wellcozyme HIV 1+2, human immunodeficiency virus 
expired assays, 
poorly stored assay, 
Western blot 
Food and Drug Administration license, 
human immunodeficiency virus 
nonspecific reaction patterns, 
sensitivity, 
human immunodeficiency virus type 1 
abortive infection, 
criteria change, 
indeterminate, 
infectious status, 
interpretation, 
methodology, 
seroprevalence, 
human immunodeficiency virus type 1 subtype O, ... 841 
human immunodeficiency virus type 2 
indeterminate, 
interpretation, 
methodology, 
human immunodeficiency virus 1, false-positive, 
human T-lymphotropic virus type II, 
Western Europe 
hemophilia-associated AIDS, 
transfusion-associated AIDS, 
White cell, 
buffy coat method, 
contamination 
Nageotte chamber, 
counting very low numbers, 
filtration 
bacteria, 
cytokine, 
microdroplet fluorochromatic assay, white 
cell-reduced blood components, 
platelet concentrate, 
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modified flow cytometric method for counting, 
sequence-specific primer polymerase chain 
reaction assay, sensitivity, 
White cell reduction filter, 
ATP stored red cell, 
bedside vs. laboratory filtration, 
contact system, 
cytomegalovirus, 
evidence-based medicine, 
febrile nonhemolytic transfusion reaction, 
glucose, stored red cell, 
hemoglobin, stored red cells, 
hemolysis, stored red cells, 
HLA alloimmunization, 
hypotensive transfusion reaction, 


lactate, stored red cell, 
microdroplet fluorochromatic assay, 
filter evaluation, 
pH, stored red cells, 
platelet concentrate, 
angiotensin-converting enzyme, 
bradykini 
potassium, stored red cell, 
storage red cells, 
White cell-counting technique 
electronic particle counter, 
flow cytometric technique, 
hemocytometer, 
IMAGN 2000, 
polymerase chain reaction technique, 
White cell-reduced blood component, 
quality assurance, 
transfusion-related immunomodulation, 
volumetric capillary cytometry, 
white cell-counting technique, 
White cell-reduced platelet, sample concentration, 
White cell-reduced red cell 
bacterial infection, 
sample concentration, 
White cell-reduction apheresis system, 
Whole blood 
inline filtration, 
white cell contamination, 
white cell-reduced fresh-frozen plasma, 
white cell-reduced packed red cells, 
room temperature, 
storage 
for 16 hours at 22°C, 
bacteria growth, 
complement activation, 
white cell, 
Whole-blood lysis procedure, CD34+ quantification, 
Window-phase specimen, 
World Health Organization, European Non-Aggregate 
AIDS Data Set, 


Y 
Yersinia enterocolitica 


storage 
0°C storage, 
4°C storage, 








